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PEG BOARD VENT ' 


I2\I2" PLVWOOO CUPOLA WITH I 1 // 
VENT HOLES COVERED WITH SCREEN 



CHICKEN HOUSE-BANTAMS 
PIGEON HOUSE 



DRAFT SHIELD 
IB* HIGH (MINIMUM) 


BENDABLE MATERIAL OR SMALL 
SIZE WIRE MESH TO PREVENT 
CROWDING INTO THE CORNERS 


CUTAWAY VIEW 

OF 8V8* BROODER HOUSE 


2x4 ROOF RAFTER ANGLE IRON IZ\lZ‘ PLYWOOD CUPOLA 



ADJUSTABLE SLIDING 



NOTE: 


OF 8V8* LAYING HOUSE 


SECTION N 0T E : 

LAYING HOUSE P.T.-PRESSURE TREATED 


CAPACITY 13-ZO HENS 
4-NESTS 

ROOST 8 STORAGE AREAS. 


NOTE; 

BASED ON: UNIV. OF WISCONSIN 
PLANS NO. WP 5702, 5703. 5704 
AND 5705. 

CONSULT LOCAL HEALTH ANO 
BUILDING CODE AUTHORITIES 
BEFORE STARTING CONSTRUCTION. 
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SCALE: V4".r-0" UNLESS 
OTHERWISE NOTED. 
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LOUVERED VENT 
WITH SCREEN 


PERSPECTIVE 

OF CHICKEN HOUSE-BAN TAMS 


ADJUSTABLE SLIDING 
PEG BOARD VENT ^ 


ANGLE IRON 


PERSPECTIVE 

OF PIGEON HOUSE 

I2\I2“ PLYWOOD CUPOLA WITH I'/T 
VENT HOLES COVERED WITH SCREEN. 10- 


4x4 SKID P.T.- 


2x4 JOIST P.T. 


RIDGE BOARD 
/ ■ ROOF RAFTER 


SECTION 

OF PIGEON HOUSE 


ADJUSTABLE SLIDING 
PEG BOARD VENT 




1x2 DOOR FRAMING 
W/ WIRE MESH 


DROPPING 

BOARD 


4x4 SKID P.T. 


HOLDING 

COOP 


ROOST (2x2 W/ 
''BEVELED EDGES) 


2x4 JOIST P.T. 


TILT IN 
WINDOW 


2x4 WALL 
STUDS 
2-0" O.C. 


2x2 X s 
SUPPORTS 


- LOUVERED VENT WITH SCREEN 


, a /4 'PLYWOOD FLOORING 


SECTIONS 

OF CHICKEN HOUSE-BANTAMS 


HOLDING 

COOP 


ROOST _l 
/(2x2) 


nest -V 



NOTE: 

P.T.-PRESSURE TREATED. 


SCALE: VV- l-O" UNLESS 
OTHERWISE NOTED. 
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Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



